Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 NEW DE 15496 181409Z 
51 

ACTION NEA-10 

INFO OCT-01 ISO-OO SSO-OO SS-15 NSC-05 NSCE-00 INR-07 

INRE-00 CIAE-00 RSC-01 /039 W 

013799 

O 181400Z NOV 74 

FM AMEMBASSY NEW DELHI 

TO SECSTATE WASHDC IMMEDIATE 5290 

UNCLAS NEW DELHI 15496 

FOR KUX FROM SCHNEIDER 

E.O. 11652: N/A 
TAGS: OGEN 

SUBJECT: REQUEST FOR DCM 

HIMACHAL PRADESH STATE HOSPITAL REPORTED IN TELECON WITH 
POOR CONNECTION THAT COL. K.M. SAYEED SUFFERED A HEART 
ATTACK. HE IS BEING EVACUATED TODAY NOVEMBER 18 VIA RAIL 
TO NEW DELHI WHERE HE IS TO BE ADMITTED TO THE ALL INDIA 
MEDICAL INSTITUTE. DOCTORS AT THE HIMACHAL PRADESH STATE 
HOSPITAL SAID HIS CONDITION WAS GRAVE AND THAT THEY HAD 
LITTLE HOPE. THEY DECIDED, HOWEVER, TO EVACUATE THE 
PATIENT TO A HOSPITAL WHERE HE COULD HAVE MORE 
SOPHISTICATED TREATMENT.MOYNIHAN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 18 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NEWDE15496 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740332-0727 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 974/newtext/tl 9741 134/aaaabcuf. tel 

Line Count: 41 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 31 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 OCT 2002 by maustmo; APPROVED <04-Nov-2002 by golinofr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR DCM HIMACHAL PRADESH STATE HOSPITAL REPORTED IN TELECON WITH 
TAGS: OGEN 
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